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thermometer J5T, upon which hundredths of a degree
can be read. The stirrer consists of a semicircular
piece of sheet-iron, and it can be moyed up and down

FIG. 127.

by means of two guide rods and a cord which passes
through a hook above.

The apparatus is connected with a dip-battery by
means of the two wires L and If, and the mercury
contacts g and A. After the autoclave has been
plaeed in the calorimeter and everything made ready,
the apparatus is allowed to stand until the thermome-
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